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BILL NO. S-90-10- / 7 


SPECIAL ORDINANCE NO. Se eee 


AN ORDINANCE approving the awarding of 
Reference #0104 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and ROBINSON 
SUPPLY CORPORATION for the Three Rivers 
Filtration Plant. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference #0104 between the City of 
Fort Wayne, by and through its Department of Purchasing and 
ROBINSON SUPPLY CORPORATION for the Three Rivers Filtration 
Plant, respectfully for: 


the purchase of a sludge pump for the 
Three Rivers Filtration Plant; 


involving a total cost of Nineteen Thousand Fifty-Six and 
no/100 Dollars ($19,056.00), all as more particularly set 
forth in said Reference #0104 which is on file in the Office 
of the Department of Purchasing, and is by reference 
incorporated herein, made a part hereof, and is hereby in 
all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all 





necessary approval the Mayor. 


eZ L ALEAR > 





APPROVED AS TO FORM 
AND LEGALITY 


NA 
J. Timothy McCaulay, City Attorney 





REF. NO.: 
DERI 
DATE: 


ITEM/SERV.: 


PURCHASING INFORMATION 


ADVERTISED BID: 

DATES ADVERTISED: 

OPENING DATE: 

WRITTEN QUOTE: 

DUE DATE: 

VERBAL QUOTE: 

SINGLE SOURCE: 

NO. OF VENDORS NOTIFIED: 

NO. OF VENDORS RECEIVING BID: 
NO. OF VENDORS RETURNING BID: 
NO. OF VENDORS DISQUALIFIED: 
NO. OF VENDORS NOT RESPONDING: 


DATE SENT TO DEPT FOR RECOMM.: 


DATE RECOMMENDATION REC'D IN PURCH: 


COUNCIL INFORMATION 

DATE INFO SENT TO LAW DEPT.: 
INTRODUCTION DATE: 
DISCUSSION DATE: 

PASSAGE DATE: 

ORDINANCE NO.: 


0104 
FILTRATION PLANT 
9/25/90 


SLUDGE PUMP 


YES 


9/17/90 


0 

5 

9/19/90 

9/25/90 

DATES SENT EXTENSION DATES 
9/25/90 

10/9/90 

10/16/90 


10/23/90 


REFERENCE NO. 0104 
FILTRATION PLANT 
OFLP340 


DESC ATY ROBINSON SUPPLY HP THOMPSON PLANT SPEC 


SLUDGE PUMP 1 $19,056.00 NO BID NO BID 











Foam wpoa * gw c REQUEST FOR QUOTATION SEP : 1990 
V JA City of Fort Wayne PLEASE INDICATE THIS NUMBER 
2 DEPARTMENT OF PURCHASES ON ALL CORRESPONDENCE 
NUMBER ONE EAST MAIN STREET ROOM 350 | 
FORT WAYNE, IN 46802 QUÊTE ^j A | 
FAX 219-427-1393 4 j 
PEO a uit ealed | WILL BE VED AT PAGE i 
39/05/30] L] Quotations p | THIS Orrice um. > 09/17/90 - 4:00 P.M. 00 | 

















The Contractor and his sub-contractors, if any, shall not discriminate against 
any employee or applicant for employment, to be employed in the perform- 
TO ance of this contract, with respect to his hire, tenure, conditions or privileges 
of employment or any matter directly or indirectly related to employment, 
because of his race, color, religion, national origin or ancestry. Breach of 
this covenant may be regarded as a material breach of the contract. 


REQUEST FOR QUOTATION 


THIS IS NOT AN ORDER 





PLEASE QUOTE BELOW LOWEST PRICES, WHICH MUST 
INCLUDE ALL DELIVERY CHARGES (INCLUDING FREIGHT, 
PARCEL POST AND EXPRESS) UNLESS OTHERWISE 
SPECIFIED, FOR PURCHASING MERCHANDISE OR SERVICE 
DESCRIBED BELOW. 





QUOTATIONS WILL BE OPENED IN ACCORDANCE TO RULES 
AND REGULATIONS ON THE REVERSE SIDE OF THIS SHEET 
A (E 7 


tpn 


CWT VERTICAL SLUDGE PUMP COMPLETE, BASEPLATE, 
COUPEENGS AND MOTOR WET PIT SUMP PUMP FOR 

SC AND SLURRIES ja A MUST 

X 5 X 17. S/B31416. SEE 














QUANTITY | UNIT | DESCRIPTION 


m 
* 






FOR INFORMATION CONTACT TED KATRAS AT 427-1254. 








| 90 DAYS AFTER CLDSING 
WILL NOT| 
TED Se 
ACCEPT ANY LATE OR FAXED QUOTATIONS. F 






OF THE QUOTATION 





TO 
i 1A PARTMENT WHETHER OR NOT 
YOU ACCEPT /DECL INE “To QUOTE. 





$19,056.00 








TOTAL PRICE $19,056. O€LIVERY_12wks —.F.O.B.cinn.obh, 
THIS IS ONLY AN INVITATION TO QUOTE AND NOT AN ORDER. THE ABOVE QUOTES ARE SUBMITTED IN ACCORDANCE WITH THE REGULATIONS 


ON THE REVERSE SIDE OF THIS SHEET. 
SIGNATURE OF Sn il nope Ce DATE: 97/42 (90 

















DIGEST SHEET 
TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 


SYNOPSIS OF ORDINANCE: An ordinance approving 
the award of Ref. No. 0104 for a sludge pump 

for the Three Rivers Filtration Plant. The cost 
reflects the most responsive vendor. 


"Pos. rp 
IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: A very heavy duty pump is 
required to move the sludge accumulated from the 
purification tanks to the sludge lagoons. The pump 
we have is over 42 years old and has been modified 
to meet our needs. It was sized for the job at the 
time of installation and then modified when our 
needs increased. The maintenance time and repairs 
that have been made on this pump far exceed the 
purchase price of a new pump. The pump that will 
replace it, will be placed on line and be tied up 
to the old pump in the event of failure, giving.us 
back support. 


EFFECT OF NON-PASSAGE: Not having said pump as 
requested would result in not being able to move 
purification sludge from the purification tank to 
the lagoons, therefore causing a back-up of sludge 
or water impurities. Sludge lines not being used 
could solidify and become blocked. Water treatment 
would be reduced and the production of drinking 
water would become diminished due to the build up 
of sludge in the purification tanks reducing the 
amount of water that can be converted and treated 
for drinking water purposes. Reduced production. 


MONIES INVOLVED: Robinson Supply $19,056.00 


PRICE AGREEMENT: 


PURCHASE ORDER: Yes 
SOURCE OF FUNDING: Filtration P1 543-523-B101-4444 
PRIOR APPROVAL: DATE: 


(IF APPLICABLE) 


BILL NO. 9-90-10-17 


REPORT OF THE COMMITTEE ON CITY UTILITIES 





PAUL M. BURNS, CHAIRMAN 


MARK E. GiaQUINTA, VICE CHAIRMAN 
HENRY, LONG, TALARICO 





WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) (RÉSSEXREGN) approving the awarding 
of Reference #0114 by the City of Fort Wayne, Indiana, by and 


through its Department of Purchasing and ROBINSON SUPPLY 
CORPORATION for the Three Rivers Filtration Plant 

















HAVE HAD SAID (ORDINANCE) (RESSEWEEGMK UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 


(ORDINANCE): 有 汪汪 一 


DO PA 0 a DO NOT PASS ABSTAIN NO REC 








paren: “7-23-70. 


Sandra E. Kennedy 
City Clerk 


Read EM time in full and on motion by 


r 
seconded by Lp) , and duly adopted, i the Second time by 
title and referred to the Committee on TE ane he 


City Plan Commission for recommendation) and Public 

















lä after 
due legal notice, at the Council Conf y Building,. 
Fort Wayne, Indiana, on ; the , day 
of pe 19 r a Mi BOT. 





SANDRA E. KENNEDY, CITY CLE 


13 n 
Read the thigzd-time im full and on motion by c 


seconded by ) ; and duly adopted, placed on its 
passage. PASSED 7 by the following vote: $ s 







































AYES NARS Se, ABSTAINED ABSENT 
TOTAL VOTES s PE "ua 
BRADBURY C^ at. 
BURNS pe 
EDMONDS. doe 
GiaQUINTA 27 
HENRY ze 
LONG ^ 
MEDII e BEN 





SCHMIDT 


TALARICO 


DATED: 





Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as (ANNEXATION) — — (APPROPRIATION) — (GENERAL) 
(SPECIAL) (ZONING MAP) ORDINANCE. RESOLUTION NO. x Nd FO 


on the c zs Gay of E un us n.19 0, 
i ATTEST roe 


PRESIDING OFFICER 








Presented by ad db Mayor of the City of Fort Wayne, Indiana, on 


the ALT 


day of 
at the hour of =. LO 
or N, 


SANDRA E. 





KENNEDY, CITY CL 


, 1952 





SANDRA E. KENNEDY, CITY CLERX 


em Approved and signed by me this 29% day of Qc. ' 
19 qo , at the hour of [lizo otel N MS Ds 


HAL 


PAUL HELMKE, MAYOR 





